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MISCELLANEOUS 

International  Metric  System.     (Chart.) 

The  International  Metric  System  of  Weights  and  Measures.     (Pamphlet.) 
First  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Second  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Third  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Fourth  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Fifth  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Sixth  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Seventh  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Eighth  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Ninth  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
Tenth  Annual  Conference  on  the  Weights  and  Measures  of  the  United  States. 
State  and  National  Laws  Concerning  the  Weights  and  Measures  of  the  United 
States  (second  edition). 
The  National  Bureau  of  Standards.     (Descriptive  pamphlet.) 
Report  of  the  International  Committee  on  Electrical  Units  and  Standards. , 


